BEAVER POOL MOTEL, WINDSOR, ONTARIO. On WALKER 
RD., off No. 3 Hwy. One mile from new 401 Hwy. TEL. 
MAIDSTONE 58R2. An Ultra modern motel. Free T.V., a 
beautiful swimming pool, mcdern snack bar. Accommoda- 
tion - 24 units. Enjoy the finest. Mailing address RR 2, 
OLDCASTLE, ONTARIO. The first motel with a pool in 
Ont. Owner management, BISSON & SONS. 
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